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SSC Service Bulletin 


TO: ALL REGENCY COMMUNICATIONS PROFESSIONAL SALES & SERVICE CENTERS 
ALL REGENCY COMMUNICATIONS PROFESSIONAL SALES REPRESENTATIVES 


MODELS AFFECTED: MICRO COM BU SERIES 


PROBLEM: NO TRANSMITTER DISABLE WITH MA-130 INSTALLED 
CURE: REPLACE R442 WITH DIODE (CATHODE TOWARDS THE 
BASE OF 90408), CR440, P/N 4805-1241-200 


(SEE FIGURE 1) 


The schematic in the Service Manual should be brought up to a 
Rev. F. CR440 should be put in place of R442 on the schematic 


and last used block CR439 changed to CR440. 
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